Winter 1973 
(Issue 33 - 19/02/1974) 


Arya Bod 


General Cargo - 15,924 d.w.t. 
(ex Warwickshire) 


Captain Clayton D.R 
Chief Eng Officer Willoughby R.S 


2nd Eng Officer Ourbridge D 

3rd Eng Officer Hartley M 

4th Eng Officer Swan A 

5th Eng Officer Lewis R.A 

Jnr Eng Officer Pascoe S.N 
Electrical Officer Lane T 





Chief Officer Taylor R.| 
2nd Officer Robins G 
Uncert 3rd Officer Capper P.H 
Deck Cadet Jones S.K 
Deck Cadet Harvey S 
Radio Officer Traynor J.A 
Radio Officer Cottier J.C 
Carpenter O'Neill J 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain King M.G 
Chief Eng Officer Twamley D.G 





Chief Officer Preshaw A.G 
2nd Officer Magner J.R.P.V 
Uncert 3rd Officer Heywood G.J 
Radio Officer Sandison J 
Purser Kays W.H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 


Mortensen A.R 
Sadler A.J 
Williams R 
Rutherford K 
Ruston J.F 
Ogden H.C 


Electrical Officer Jefferies R.S 
2nd Elect Officer McGurk S 
Carpenter Miller A.J 


Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 


Captain Carlise H.E 
Chief Eng Officer Owen D.R 





Chief Officer Reeves M.M 2nd Eng Officer Long G.| 
2nd Officer Blacker K.G 3rd Eng Officer Kyle A.M 
Ext Chief Officer Marsh D.G 4th Eng Officer Maude D.J 
Radio Officer Glover G.F 5th Eng Officer Thompson R.J 
Purser Standish R.F Ext 5th Eng Officer Erwin W.A 


Jnr Eng Officer Rush M 
Engineer Cadet Stanton T.H 
Engineer Cadet Sillars R.M 
Electrical Officer Chedotal F.J 
Carpenter Grahamsahw J.J 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Hine D 
Chief Eng Officer Kelly P.A 





Chief Officer McLeod K 2nd Eng Officer Ratcliffe R 
2nd Officer Morgan A.J.L 3rd Eng Officer Barr J 
Uncert 3rd Officer Clark C.N 4th Eng Officer Dixon W 
Deck Cadet Wheatly A.G Jnr Eng Officer Murphy V.J 
Deck Cadet Mortensen A.R Electrical Officer Perrie W 


Radio Officer Sweet T.J 
Purser Stacey R.L 








Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Taylor J.R 
Chief Eng Officer Marsh N 


Chief Officer Appleton J.K 2nd Eng Officer Stronge R.R 
2nd Officer Jacklin C 3rd Eng Officer Trigg A 
Uncert 3rd Officer Christopherson P 4th Eng Officer Radford S.J 
Deck Cadet Kousai P.J 5th Eng Officer Mann T.E.R 
Deck Cadet Nixon G.S 
Radio Officer Ormrod W.R 
Purser Ellis M.W 
Coventry City 
General Cargo - 10,720 d.w.t. 
Captain Williams D.F 
Chief Eng Officer Pearson I|.D 
Chief Officer Palmer R.G 2nd Eng Officer Jenkins F 
2nd Officer Moore A.M 3rd Eng Officer Cawley D.E 
Uncert 3rd Officer Bell S Ext 3rd Eng Officer Gee E 
Deck Cadet Crabtree M.P 4th Eng Officer Seymour G.F 
Deck Cadet Rogers P.H 5th Eng Officer Surtees J.G 
Radio Officer De La Grense (Marconi) Jnr Eng Officer Mallin D.D 
Purser Maldonado A Electrical Officer Waugh D 


Dart America 
Container - 28,488 d.w.t. 


Captain Butler M.J 
Chief Eng Officer Tennet G 





Chief Officer Brown P.A Ext Chief Eng Officer Green H 
2nd Officer Herring J.W 2nd Eng Officer Mullaly A.E 
Ext 2nd Officer Smith D.E 3rd Eng Officer Agnes G 
Radio Officer Cross P.A 3rd Eng Officer Newrick D.A 
Purser Willis F.J 4th Eng Officer Williams J 


Electrical Officer Richie R.S 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Winter M.J 
Chief Eng Officer Robertson A 





Chief Officer Philip B.P 2nd Eng Officer Walters M.S 
2nd Officer Starr R.G 3rd Eng Officer Jones F.J 
Ext 2nd Officer Jones M.A Ext 3rd Eng Officer Walker J 
Radio Officer Burrows C.J.S 5th Eng Officer Taylor R.B 


Purser Callon J Electrical Officer McRae A 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Horn M.J 
Chief Eng Officer Collins R.H 


2nd Eng Officer Clark J.D 
3rd Eng Officer Steel W.J 
4th Eng Officer Lamb S.G 
Jnr Eng Officer Locke H.G 
Jnr Eng Officer Johnson A 
Electrical Officer Fieldsend L 
2nd Elect Officer Walker P 





Chief Officer Gledhill S,H 
2nd Officer Nyunt M.T 
Uncert 3rd Officer Baird |.H 
Deck Cadet Langan D 
Deck Cadet Hooper T.L 
Radio Officer Goulbourne M.E 
Purser Scarffe-Cody M 


English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 


Captain Boyle P 
Chief Eng Officer McDonald D.J 


2nd Eng Officer Lindsay W.P 





Chief Officer Farrand P 


2nd Officer Bridgeman P.A 
Ext Chief Officer Earle G.J 
Radio Officer Fell A.E 
2nd Radio Officer O'Connor P.J 
Purser Hamer E.P 


3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 

5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Carpenter Glynn K 


Harris J 
Walker F.M 
Unsworth E 
Robinson S.A 
Martin S.E 
Stanley D 
Sutherland K 


Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain Gosden D.W.F 
Chief Eng Officer Hancock P.F 





Chief Officer Owen H.R Jnr Chief Eng Officer Clark | 
2nd Officer Greenhalgh A 3rd Eng Officer Bell W.C 
Uncert 3rd Officer Gallagher D.A Ext 3rd Eng Officer Edgington J.S 
Radio Officer Urquhart |.G 4th Eng Officer Gardener N.P 
Purser Barraclough J.L 5th Eng Officer Nicolson S.A 


Jnr Eng Officer Eaton J.W 
Electrical Officer Lewis D.S 
2nd Elect Officer White G.T 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Arthur K 
Chief Eng Officer Paul J.J 





Chief Officer Robins M.R 2nd Eng Officer Green F.R 
2nd Officer Anderson P 3rd Eng Officer Slater M 
Uncert 3rd Officer Johnson L.H.M 5th Eng Officer Higgins J 
Deck Cadet McCluskey D.W Jnr Eng Officer O'Brien T.H 
Radio Officer Bunce M.O.B Engineer Cadet Taylor J.D 
Purser McNeil R Engineer Cadet Eastwood S 


Electrical Officer Williams E.J 
Carpenter Naughton A.E 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Weir R 
Chief Eng Officer Brown L.G 





Chief Officer McKenna F.D 2nd Eng Officer Nash B.E 
2nd Officer Knowles R.J.P Ext 2nd Eng Officer Ratcliffe P.J 
Uncert 3rd Officer McDowell D.C 3rd Eng Officer Bell E.A 
Deck Cadet Winder L.G.C 4th Eng Officer Burke C 
Deck Cadet Dickin K.N Engineer Cadet Quayle G.T 
Radio Officer Freeman P Engineer Cadet Mahoney K.D 
Purser Oates J.W.H Electrical Officer Biggam M.J.E 


Carpenter Blaze R 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Hughes (m) P 
Chief Eng Officer Findlay A 





Chief Officer Stafford T.S 2nd Eng Officer Mcintyre P.A 
2nd Officer Corcoran J.A 3rd Eng Officer Lambert P.W 
3rd Officer Williams P.G 4th Eng Officer Marsden R 

Radio Officer Hopwood W.S 5th Eng Officer Lowes W.J 

Purser Heaslip G Engineer Cadet Steel E.P 


Electrical Officer Shaw P.H 
2nd Elect Officer McCullough D 


Ocean Bridge 
Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Captain Gavin J.S 
Chief Eng Officer Robinson J 





Chief Officer Hunter M.J 2nd Eng Officer MacDonald J.A.M 
2nd Officer Schneiter W.A 3rd Eng Officer Cowan W.C 
Uncert 3rd Officer Ashcroft M.E Ext 3rd Eng Officer Disley P.M 
Radio Officer Gibson R.A.D 5th Eng Officer Hambly N.B 
Purser Reed A Jnr Eng Officer Hulme K 


Jnr Eng Officer Girven G.H 
Engineer Cadet McDonald B.J 
Engineer Cadet Capper J.E 
Electrical Officer Hird A 
Carpenter Tweedie J 


Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Hansen F.G 





Chief Officer Wyatt R.H.W Jnr Chief Eng Officer Godfrey A.P 
2nd Officer Hooper A.M 3rd Eng Officer Palmer W 
Uncert 3rd Officer Peace C.G 4th Eng Officer Pawson B.S 
Deck Cadet Aindow J.A 5th Eng Officer Seel R.V 
Radio Officer Pardoe T.R Electrical Officer Holt G 


Purser Whitefoot-Greenland T. 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Grey E.H 
Chief Eng Officer Baker | 





Chief Officer Allison J.K 2nd Eng Officer McConnell R.J 
2nd Officer Hanlen B.A 3rd Eng Officer Stevenson W.A 
3rd Officer Scrimgour P 4th Eng Officer Cotton A 

Radio Officer Conn | 5th Eng Officer Sweeney M.R 

Purser Gulliver S Ext 5th Eng Officer Savage K 


Jnr Eng Officer Roberts A 
Electrical Officer Thomas A 
Carpenter Tregidgo A.J 





Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Routledge J.D 
Chief Eng Officer Fawcus F 





Chief Officer Lowe J.H 2nd Eng Officer Currie I.S 
2nd Officer Wrigley S.E.H 3rd Eng Officer Haden R.D 
Uncert 3rd Officer Buckley P 4th Eng Officer Bauchop L.D 
Radio Officer Waller R.A Ext 4th Eng Officer Kilcommins P.T 
Purser Houghton E.A Jnr Eng Officer Nesbitt D 


Jnr Eng Officer Malin J 
Electrical Officer Douglas A.| 
Carpenter Hughes (ch) P 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Wicks C 
Chief Eng Officer Smith M.D 





Chief Officer Donnellan M.T 2nd Eng Officer Leech C 
2nd Officer Creamer D.J 3rd Eng Officer Douglas P.F 
Uncert 3rd Officer Jeffrey R.C 4th Eng Officer Akroyd C.M 
Radio Officer Breivik P.R Ext 4th Eng Officer Carrahar S 
Purser Le Faye F.N Jnr Eng Officer Smith D.S 


Electrical Officer Rogers D 


Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain HudsonA 
Chief Eng Officer Parker E.A 





Chief Officer Wilkinson J.K 2nd Eng Officer MacFarlane A 
2nd Officer Slater J.A 3rd Eng Officer Prescott R.D 
Uncert 3rd Officer Townend R.| 4th Eng Officer Beveridge J.C 
Deck Cadet Vickers L.D 5th Eng Officer Hotham K 
Radio Officer Connolly D Jnr Eng Officer Simpson A.J 
Purser Kimberley D Engineer Cadet Whittle A.J 


Engineer Cadet Austin A.C 
Electrical Officer Batey B.R 
Carpenter Neary E.L.G 


